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BILL NO. S-76-12-/^ 




SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving blanket purchase 
orders for materials for the Water 
Maintenance and Service Department. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contracts dated November 12, 197(, 
between the City of Fort Wayne, by and through its Mayor and 
the Board of Public Works and Central Supply Co., City Utilities 
Purchase Order No. 8395, and Treaty Co., City Utilities Purchase 
Order No. 8396, andMichigan Hydrant, City Utilities Purchase Order 
No. 8397, and Hayes Fluid Control Div., City Utilities Purchase 
Order No. 8398, and Farnan Brass Works Co., City Utilities Purchasei 
Order No, 8399, and Water Works Supplies, Inc., City Utilities 
Purchase Order No. 8400, for a blanket order for miscellaneous 
brass fittings, all for a maximim cost of $16,970.25 to be charged 
against Water Utility as th'e':supplies are needed, which said 
purchase orders are on file in the Office of the Department 
of Purchasing and are by reference incorporated herein, made 
a part hereof and is hereby in all things ratified, confirmed 
and approved. 

SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 



i 








Read the first time in full and on motion by , seconded by 

^ and duly adopted, read the second time by title and referred 
to the Committee on ^_ rand--4he--Gi4^i^^;ajL -C„nmmiss ^n for 


recommendation) and Public Hearing to be held after due legal n'otice7~at~4^he Council 

~ - ,^the day 


Chambers, City-County Building, Fort Wayne, Indiana, on 
of ^ ~~----T-tm- , at — 


"O^Tdock P.1VI-r,E.S.T. 


DATE; 


CITY CLERK 

Read the third time in full and on motion by 
seconSed by_ 


and duly adopted, placed on its passage. 


PASSED £ 32 d©ST^) by the following vote: 



AYES 

NAYS 

ABSTAINED ABSENT 

TOTAL VOTES 

m 1 


II 1 1 M 

BURNS 



1- — ^ 

HINGA 




HUNTER 




MOSES 




NUCKOLS 




SCHMIDT, D. 

SCHLMDT, V. 




STIER 

TALARICO 




DATE; 

~c?iy-7C 






Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

f SPECIAL) C APPROPRiATieN) 
the day of , 1976. 


as (Z-©^«NG-MA^ 

ORDIN^^'C'fe^ ^*RESJClLimi3N) No. 

i', ATTEST: f .SEAL) 






SIDING OFFICER 


Pres^^ted by me,to tiie Mayor of the City of Fort Wayne, Indiana, bn thSC?^^^^ 
dayof'^';* //34V.-'‘^ 




1976, at the. hour of //• clock y/M ..E.S.T. 


Approved and signed by me this 



1976, 







































































































. CIIY UTILITIES 


We, your Conunittee on 


report of the COMIITTEE ON ^ 

City Utilities to whom was referred an Ordinance 


approving blanket purchase orders'for materials for the Water Maintenance 


and Service Department 


have had said Ordinance under consideration and beg leave to report back to Common 
Council that said Ordinance 
Paul M. Bums - Chairman 


John Nuckols - Vice-Qiairman 


William T. Hinga 


Fredrick R. Hunter 


Samuel J. Talarico 















































Memorandum 

H.P. Wehrenhorq, Board of Uorks_Dal* Hov. 12, 1976 


COPIES TO: 


From_ 

Subject 


Ruth VJinget, Purchasing Department 
Bid Ref. jf403. Bronze Fittings. 


J.F. Morreale 
B. Drev; 


Herewith are bid documents (Bid No. 403) relatina to 
Purchase Order Nos. B-8395 thru B-8400 incl. v/hich are 
prepared favorinq the following vendors for Vlater Maint. 
and Service; 


BRAND P.O. NO. 

Central Supply Jones B-8395 

Treaty Co. Binghan-Taylor B-8396 

Cent. Fdry. s Mueller 

Mich. Hydrant Bingham-Taylor B-8397 

Hayes Hfg. Hayes B-8398 

Farnan Brass Farnan B-8399 

VJater Wks. Supplies McDonald & Jones B-8400 


TOTAL APPROXIMATE VALUE; $16^970.25 

Ametek Inc. quoted plastic lids and top sections which 
Uater Maint. a Service cannot use. 

Attached are the follov.'ing docuraents in support of the 
recoirunendation for acceptance of Central Supply, Treaty 
Co., Mich. Hydrant, Farnan Brass, Hayes Mfg., and Water 
Works SupiJiies; 


1. Copy of Tab Sheet. 

2. Bids (All six (6) (Vendors). 

3. Copy of Purchase Orders 

4. Copy of Bid Mailing List. 


It is urged that in referring this bid to the City Council 
for enacement of an ordinance, that all of the attached 
items, together v/ith this meraorandum (or copies), be in¬ 
cluded v;ith the proposed ordinance. 

Please make sure that no confirming'Purchase Order Numbers 
are given to Central Supply, Treaty Co., Mich Hydrant, 
Farnan Brass, Hayes Mfg., and Water Works Supplies until 
evidence of Council approval is furnished to the Purchasing 
Department. 
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0[F F(Q)[^¥ 

CITY ai?il.iTIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Central Supply Co, 
701 E. Wallace St. 
Fort Wayne, Indiana 


L 


".■8895; 


Tnis number must appear on each pack 
age, packing slip, invoice, bill of lading 
express receipt and correspondence. 

12, 1976 


n 


J 


SHIP TO ■ 


Water Maint. & Service Dept. 
415 E. VJallace St. 

Fort Wayne, Indiana 


MAIL ALL 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICA.TION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


EST. 

QTY. 


Blanket Order 1/1/77 to 6/30/77 for Brass 
Fittings, 


1 1/2" Ball Curb Stops {J-1902) 


2% 10 days net 30 

F.O.B. Delivered 300# or more* 

Firm Price 
Per Bid #403 

Note: Requirements v^ill be released on 

departmental purchase orders, against thi 
blanket orde^^ fis required by the using 

/ _ ,.'9 


21,60/e, 


ESTIMAI ED 


department 








■- 

SUBJECT TOrcoUHCLILMANIC APPROVAL. 




RW/bk #4637 


end.s'.’' invo 

4 in L •' 

Fort V 
S'no'j P- ‘’-' 
ana invoic^. 


“fcNT 

cs to 
,r- City-C 
i ’e. u.alo 
:'yn©, 
Numb: 


10!^’. . 

nora< Accjountiog 


a;rA 4530' 
paoldr,’ 


Slip 


NOTE; TERMS OF PAYMENT MUST BE SHOV/N ON FACE OF INVOICE. OTHER WILL BE TAKEN 


y CONDITIONS ON REVERSE S 



WIR BE TAKEN 




















(BD¥W (Q)[F [F(D[^¥ 

CITY aPTia.B?iES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Treaty Co. 

4020 Wells St. 

Fort Wayne, Indiana 46825 


L 


n 


j 


ORIGINAL 

PURCHASE ORDER Mn r, r’l SI fl - 


8396' 


, Nov. 12, 1976 


St appear on each pacv 
I, invoice, bili of lading 
md correspondence. 


SHIP TO ■ 


MAIL ALL IN 




Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


EST. 

OTY. 


Blanket Order 1/1/77 to 6/30/77 for Brass 
Fittings. 

5 1/4 dia, valve box w/stay put lid 
(Bingham Taylor or Central Fdry) 

5 1/4 dia. valve box complete less base ■ 
w/stay put lid 

2 1/2" Curb Box Lid 


Terms 2 Net 30 days 
F.O.B. Delivered 
Per Bid #403 
Firm Price 


Note: Requirements w’ill^eW: 
departmental purchase orders 
blanket order as required by 
department. 



SUBJECT TO COUNCILMANIC APPROVAL 

RW/bk #4637 

NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A;(2% < 5 /^ J)iSCOU)}IT WILL BE'\TAKEN. 

SUBJECT TO CONDITIONS ON REVERSE S 






















(BDTXf 0[F F0[^¥ 

CITY UTILITIES 




ORIGINAL 


'/> 8 . 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE .INDIANA 46802 


% 

PURCHASE ORDER NO. B 839!^* 

Tnis number tnusT appear on each pack 
age, packing slip, invoice, bill of lading 
express receipt and correspondence. 

DATE Nov- 12, 1976 


r 


n 


Michigan Hydrant 
12606 Inkster Road 
Detroit, Michigan 48239 


L 


SHIP TO ■ 


Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort V7ayne, Indiana 


MAIL ALL 1 




GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



EST. 

g^Y. 


Blanket order 1/1/17 to 6/30/77 for Brass 
Fittings. 


14" Extension Section 
13 1/2" Top Section 
25 1/2" Top Section 


2 1/2" Extension Secti^rf .‘^151^ 9" Ca&t--^iror 
(Binghara-Taylor) ,'5 \ 



100 

100 - 


2 1/2" Extension Sec. 16"/#152 


24" Service Box Top Section w/Lids 


Note; Requirements %'7ill be released on 
departmental purchase orders against this 
blanket order as required by the using 
department. 


Terms: Net 30 days 

F.O.B. Delivered." 
Firm Price 
Per Bid Ref. #403 


SUBJECT TO COUNCILMANIC APPROVAL. 

RV7/bk #46 3 7 


NOTE: TER.MS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERVASE A 


3 CONDITIONS ON REVERSE S 























©Dw ®[F F®[^Tr 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Hayes Fluid Control Div ., 
Zurn Ind,, Inc. 

901 W. 12th St. P.O. Box 489 
Erie, PA 16512 


L 




ORIGINAL 0-0 no 

PURCHASE ORDER NO. B O £]j y Q 




Tnis number must appear orr each pad 


NOV. 


and correspondence. 


SHIP TO ■ 


Water Maint. & Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


MAIL ALL I 




GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA : STATE BOARD OF ACCOUNTS 


EST. 

OTY. 


100 

200 


Blanket P.O. 1/1/77 to 6/30/77 for 
Fittinas. 


1" Meter Couplings C#4622) 
3/4" Ball Curb Stops (fr4008) 


C' 


Per Bid #403 
2% 10th or 25th Net 30 day; 
F.0.3. Delivered 
Firm Price 


;; 








Note: Requirements V7il^:’*b'e released o 

departmental purchase CT^ers-; argainst 
this blanket order as requdjred by the 
using department. ' 


1.49/ea 
7.46/ea 


149 

1,492 


$1,641 

ESTIMAT 

'9^ 


SUBJECT TO COUNCILMANTC APPROVAL, 


AT 


TENTION 


Send ail Invoices to q. 
4th FtDor, City 
1 £. Mai 
Fort ^jveyna. In 
Show P. CK Muinl^ei 


oral A- 
ounty Bfcg. 
., St, 

iianSL 48802 

on Pack 


ng sue 


and Invoice 


;9. 


RW/bk #4637 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHER 


J CONDITrONS ON REVERSE SIDE 



UTILI+IES PURCHASING AGENT 






















©AW ®[F [F®[STr TOiyrae 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Farnan Brass Works Co. 
1104 Center St. 
Cleveland, Ohio 44113 


L 


n 


_j 


ORIGINAL Vnorill 
PURCHASE ORDER NO. " odyiJ 

n each pacH 


Tnis number must appea 
age. packing slip, invoice, bill of la 

Kov. 


SHIP TO ■ 


Water Maint. s Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


MAIL ALL 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



EST. 

OTY. 


Blanket P.O. from 1/1/77 to 6/30/77 for 
Brass Fittings. 


3/4" Meter Cplgs 


Note; Requirements -v/ill be released on 
departmental purchase orders, against thi; 
blanket order as required by the using 
department. 


$475.00 

ESTIMATED 


Per Bid' Ref. 


f403 


Net 30 days ' 4/fT 1 

F. O.B. Delivered i/ifnWo,* 
Firm Price —•'I 


* O o 

^ s 


SUBJECT TO COUNCILM^glifi 

APPROVAL-.'-' 

- ^ 

Gd -o 

\ 

/ 

ex. ^ 





and invo. 


RV;/bk #46 3 7 


NOTE; TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHEIWISE A' 


•I REVERSE S 



















(DF F(D[^¥ 

Ci7Y UflLSTIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Water Works Supplies, Inc. 
202 East St. P.O. Box 615 
New Albany, Indiana 


L 


1 


J 


ORIGINAL '’o/srsn f/d 
PURCHASE ORDER NO. B 


Tnis number must appear o 


SHIP TO ■ 


Water Maint. S Service Dept. 
415 E. Wallace St. 

Fort Wayne, Indiana 


MAIL ALL 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


ESI. 

QTY. 


500 

200 


Blanket Order from 1/1/77 to 6/30/77 for 
Brass Fittings. 

5/8" Meter Cplgs. (McDonald #4622) 

3/4" 3-Part Union•Couplings (#4758)' 

2" Ball Curb Stops CJones #J.-1902) 

1" Ball Curb Stops (#J-1902,) 


Per Bid Ref. #403 
Net 30 days 
F.O.B. Delivered 
Firm Price 


V TT u u zw 


87/ea. 

2.00/ea 

31.00/e 

3.35/ea 


435. 
400 
775 
22 3 


■ilr- 




r 

o 

f ■ 

Note: Requirements will be released op? 

departmental purchase orders, a^ains^/th^' 
blanket order as required by the us^g 
department. 

Sene 


o 




cot 




al! Invou 

4 th Flooi 


SUBJECT TO COUMCILMAMIC APPROVAL. 


Fort Vv 

lOW p. O 

Invoicst. 


I 

to G-: 

v-Ci^rC: 

I 

aynh. F'las 

NumbDf 


$1,743 

ESTIMA' 


OH’- 


Accjuntihg 


unh/ 

462 

5fi FaoUif 


6 SO ^ 


Litd 


RW/bk #4637 


Slip 



NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERVflSE A CASH 


JUBJECT TO CONDITIONS 


fUNT WILL BE TAKEN 






















FORM opza s-«a 


CITY OF FORT WAYNE 

DEPARTMENT OF PXTOCHASES 
Number One Main St,, Ft. Wayne, Ind. 46802 
INVITATION 

CooUUeu, •nKi«9i to tib* eonaitioo* o« tb« rmr»« Ur^oi, ar« roquMUd on tb« following U»t of 
m n tor Uin, «ups>U**. oqoipeoMt or Mrrloen, for tb« depn^'txooat na uootlon«d» with dellvary to d—tlnntlon 
M Khown batow, Onotat iona aha Jl iaei udn nil ehiirya for deijTary, ^luklny, >ta ,'”Addrwi« youir rrpiy^na 

Lord >- 42'3~7 037 DEPARTMENT OF PURCHASES 

Room ’470, Number One Main St,, Ft. Wayne, Ind, 46802 


REQUIRED FOR DELIVERY TO; 

Department 


Water Maint, S Service Dept. 


415 E. VJallace Street 
Address _ Fort Wayne, Indiana 



RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 

0108108 : 

Time of Bids _ Monday, November 1, 1976 at -11; 30 A.M. _^_ 

TAXESi TH3 OTY 13 EXEMPT FROM JTmSSAI. EXOSB AND INDIANA STATE SALES TAX, THE CTTCa INDIANA OALES TAX EOLSaorrtON 
CEaTTTlCAXS NUMBXa IS NO. WMA PRICES SHOULD NOT INCLUDE THESE TAXEa S** ‘TaArrMtloat to BkUon” No. 10 oa rrroToo Wool lor dotolh. 

TAX EXEMPT (Unless otherwise indicated) 


Uit*rUi,. SonplUt. m«tpio«ml or &Mrrl«k 


BRONZE V7ATER V70RK.S FITTINGS AND C.I. CURB BOX PARTS 
For January 1, 1977 thru June 3Q, 1977. 

Per attached sheets. 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the prope'rly 
executed Non-Collusion Affidavit. r 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as v/e determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond rsquirwd O □ ' Performance Bond Q □ _______________________ 

e*» lutTDstlaa ItHta Na 1» oo tmrvt iM, iMnoI. 

-esah-discoant-lf-paidHyithi B daya-frem-delivery-^id-aceeptanee-of-gooda-er-eorapleyoa-of-fiervieee. 


Tei^ma.:- 


PROPOSAL OR BID 


tba, from <Ut« ol cIciDr, to InrnUb aa/.oc lt«n, ot natWr >u«B mttIo*! opoo whR 


Delivery of any or all of the items or completion of aervicea indicated shall bo made within_days from rocalpt of order"^ 


r 


IMPORTANT 7 ^ 

THE FORD METER BOX CO., INC. 
BOX 443 

WABASH, INDIANA 46992 


n 


It dwldinjv /..tor la tlM award c4 aa onUr, a U taiportiaat tW 
,„.tloa i-aqwaM aixrrt, 

THE FORD METER BOX COMPANY, |IMC 




.-■tnw. 


Xil 




J WABAOl 1, .INDIANA 40992 


.Bute mt» 









































BROnZK WATER V70RKS FITTINGS AND C. I. CURB BOX Px^RTS 


For January 1, 1977 thru June 30, 1977 











OTHER OR 

SPECIFY 


EST. 









BRAND 

UNIT 


SIZE 

DESCRIPTION 

MUELLER 

JONES 

MCDONALD 

FARNAN 

QUOTING ■ 

PRICF 

500 

5/8" 

Meter 

Couplings 

H-10891 

J-134 


U-7210 

SPM-I R 

.^7 

500 

3/4" 

Meter 

Couplings 

H-10891 

J-134 


W-7210 

.SPrv)-3,R 

i.a.) 

100 

1" 










Meter 

Couplings 

H-10891 

J-134 


W-7210 

^PPi-SR 

1.7^ 

200 

3/4" 








3 


3-Part Union Cplgs. 

H-15400 

J-1528 



CR3-33 


25 

2" 

Ball 

Curb 

Stops 


J-1902 



•R 33-777 

N3.7/ 

200 

3/4" 

Ball 

Curb 

Stops 

H-15204 

J-1902 

M-6100 



7 6 












25 

1" 

Ball 

Curb 

Stops 

H-15204 

J-1902 

M-6100 

'' 


13^ 

25 

1 1/2" 

Ball 

Curb 

Stops 


J-1902 




Ain \ 










KRMSilsaj 

DAYS 







OTHER OR 

SPECIFY 





EST. 






BRiM'ID 



UNIT 

OTY. 

SIZE 

DESCRIPTION 

PART # 

QUOTING 

ALTERNATE - PLASTIC 

PRICE 


100 


50 


50 


5 1 / 4 ’Dia. Valve Box F-2450 

conplete w/stay Put 
Lid #2494, Cast Iron 
Clow or Equivalent 

14" Extension Section F-2475 

Cast Iron, Clov; or 

Equivalent 


13 1/2" Top Section CC F-2455 

Cast Iron, Clov/ or 

Equivalent 


$. 


$. 




$. 






























EST 

OTY 


50 


100 


100 


100 


100 


1000 


SIZE DESCRIPTION __ 

25 1/2" Top Section DD 

Cast Iron, Clov/ or 
Equivalent 

5 1/4 Dia. Valve Box 
complete less base v;/ 
stay put lid #2494, 
cast iron. Clow or 
Equivalent 

2 1/2" Estension Section 
#151 9", Cast Iron, Clow 
or Equivalent 

2 1/2" Extension Section 

16" #152, Cast Iron, Clow 
or Equivalent 

24" Service Box Top, Cast 
Iron, Clov7 or Equivalent 
Section vz/Lids - 93E 

2- 1/2" Curb Box Lid, Cast 
Iron, Mueller or Equiv. 


PART # 

F-2455 


F-2450 


F-4610 


F-4607 


H-10374 


SPECIFY 

BRAND 

OUOTING 


ALTERNATE 


PLASTIC 

































>pa» 5 -«s Wi-JLii. ijjij 

DEPARTMENT OF PURCHASES 

Number One Main St,, Ft, Wayne, Ind, 46802 
INVITATION 

OwtiOiiwu. to to* •ondiUoot oo to* rrrtni* UrW, »r* wqowitod on to* foltowla* IM ot 

mjOtrUK •quipm«t or tot tb* d*p*rtnMnt m to*otioo*d, ■ Mth d4Uv^ry to tU<tinatj4m 

M oEcnrp b^fayw, QraoUtlon* 


Page. 


U ehATTw for d«UT>«ry. pajidng, «ta . AddrwM your wply » 


Ref. No.. 
I Date- 


A.c. Lord 


42 3-7 037 department OF PURCHASES | Date wanted . 

46802 


Room '470, Number One Main St,, Ft, Wayne, Ind 

AddT«* _1_I-:- 

REQUIRED FOR DSLIVERY TO: 

Department 

or Water Maint. S Service Dept. _ 

415 E. V'7allace .Street 
Address _ Fort Wayne, Indiana __ 

RETURN ORIGINAL TO THE aTY —RETAIN DUPLICATE COPY FOR YOUR FILH 
Closing 

Time of Bids _ Hondav, November 1, 197G at J.1;3Q A.n. _ 


I Fund 

I Appropriation No.. 


TAX EXEMPT (Unless otherwise indicated) 


Cwuatiir 

Uai* 

SUtoiriU*. 3*,pUai>, B4«i»w«nt n SM-ricM 

PrkM 




BRONZE V7ATER WORKS FITTINGS AND C.I. CURB BOX PARTS 

For January 1, 1977 thru June 3Q , 1977. 

Per attached sheets. 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
executed Non-Collusipn Affidavit. 

We require a fiirm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as v;e determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 




nu . .... m 

Bid Bond rtHjnirod |3 □ -Performanc* Bond E3 □ - 

S** ImHurtwUoo Itom NoTl* on rrr»r*» tid* hunoi. 

Tei^ns_% cash discount if paid within_days from delivery and acceptance of goods or completion of services. 

PROPOSAL OR BID 



J 









































BRO!:Sn V?ATr.R UOilKS FITTiriGS A!:D c.i. cup.h box parts 


P a a c 4 c r 



For January 

1, 1977 thru 

j^tfne 30, 1977 



ST. 

SIZE DFSCRIPTIOE 

MUELLER 

JONES 

OTHER OR 

SPECIFY 

b:'AND 

MCDONALD FARNAN OUOTIMG 


UNIT 

PRICF 

00 

5/G" Meter Couplings 

H-10091 

J-134 

U-7210 



00 

3/4" Meter Couplings 

H-10891 

J-134 

U-7210 


1-26^ 

00 

1" Meter Couplings 

H-10891 

J-134 

U-7210 


2.01 

.00 

3/4" 3-Part Union Cplgs. 

H-15400 

J-1528 



2.26 

25 

2" Ball Curb Stops 


J-1902 



31 .15 

?00 

3/4" Ball Curb StojJS 

H-15204 

J-1902 

M-6100 ' 


7 fiQ 

25 

1" Ball Curb Stops 

H-15204 

J-1902 

■ M-6100 


9.37 

25 

1 1/2" Ball Curb Stops 


J-1902 



21.60- 




OTY . 

SIZE DESCRIPTION 

PART # 

OTHER OR 

SPECIFY 

BRAr:D 

OUOTIUG 

ALTERNATE - PLASTIC 

UNIT 

PRICE 

10 0 

5 1/4 Dia. Valve Box 
conplote w/stay Put 

Lid #2494, Cast Iron 

Clow or Equivalent 

F-2450 


$ 

$ 

No Quote 

50 

14" Extension Section 

Cast Iron, Clow or 
Equivalent 

F-2475 


$ 

$ 

No Quote 

50 

13 1/2" Top Section CC 

Cast Iron, Cloi; or 
Equivalent 

F-2455 


$ 

$ 

—N-o-Qiiote 


































EST. 

OTY. SIZE DESCRIPTION_PART # 

50 25 1/2" Top Section DD F-2455 

Cast Iron, Clo\v or 
Equivalent 

100 5 1/4 Dia. Valve Box F-2450 

complete less base \i/ 
stay put lid #2494, 
cast iron. Clow or 
Equivalent 

100 2 1/2" Estension Section F-4610 

#151 9", Cast Iron, Clow 
or Equivalent 

100 2 1/2" Extension Section 

16" #152, Cast Iron, Clow 
or Equivalent 

100 24" Service Box Top, Cast F-4607 

Iron, Clov7 or Equivalent 
Section vz/Lids - 93E 


1000 2- 1/2" Curb Box Lid, Cast 

Iron, Mueller or Equiv. H-10374 


OTHER OR 

SPECIFY 

BRAND 

QUOTING 


ALTERNATE - PLASTIC 


UNIT 

PRICE 


No Quo te 


5 No Quote 


$_ $ Nn Onn te- 

^ ^ No Quote 

$_ $ No Quote 


$ No Quot e 






























CITY OF FOET WAYNE 

DEPARTMENT OF PUHCHASES 
Number One Main St,, Ft. Wayne, Ind. 4680Z 
INVITATION 

QooUtiou. t«» ts>* eoodlUoo* oq tlw «T,nw h4ir«>f, ar« rwlowud oa th. folloirla* Ujt rf 

BUppU**, «iaJpca#«t or jMrrio^ for tb# »• moiaitioned; rtith d4Uv<ry to ^ Uafctjon 

- - , QuoUUotim ftbAli inclod* mXX cimryK for deUTiirf* pocldny, frta . your r»piy 


Room '470, -Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOE DELIVERY TO; 

Water Maint. S Servic 


Department 
or Division- 


Page- 


Ref. No. - 
Date- 


Date wanted . 


Fund 

Appropriation No.. 


415 E. Wallace Street 
Fort Wayne, Indiana 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

riondav, November 1, 197G at -11:30 A.M,. 


Closing 
Time of Bid; 


TAX EXEMPT (Unless otherwise indicated)_ 


UatcriaU. StipgUia. «r 


BRONZE WATER WORKS FITTINGS AND C.I, CURB BOX PARTS 
For January 1, 1977 thru June 3Q, 1977. 

Per attached sheets. 

The enclosed bidders sheet must be properly , completed 
and returned with your bid, along with the properly 
executed Non-Collusion Affidavit. ' ^ 

We require a firm price on all shipments made to us 
during the period stated above. 


The award of this bid may be made on either an item 
by item, or on an overall basis, as v/e determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond required (3 □ - 

Q % cash discount if paid within 


; __ Performnnc* Bond £3 

S** Jurtxwitlon lb«a No. 1» on rmriM iM* h»nol. 


Teipna- 


in ivmn va rwTvrww aiuw V ji» .J 

.days from delivery and acceptance of goods or completion of aervioea. 


PROPOSAL OR BID 

U omdlUont tb^roof, tb« and«nilfs*4 o3«r» *1x1 UiT»*«. If 0^ bW b* oomoOxI A 


’"^h’ve^taay oT^ of the items or completion of services indicated shall be made within—days from of 

IMPORTANT 13^ ‘ ^ « o«w, u u 


r 


j 























































BROlIZr: WATER V?ORKS FITTINGS AND C.I. CURB BOX PARTS 


For January 1, 1977 thru June 30, 1977 


EST. 

QTY. 

SIZE 

DESCRIPTION 

MUELLER 

JONES 

MCDONALD FARNAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNIT 

PRICr 

500 

5/8" 

Meter Couplings 

H-10891 

' J-134 

H-7210 

Mueller 

$l.2ll 

500 

3/4" 

Meter Couplings 

H-10891 

J-134 

W-7210 

II 

l.26h 

100 

1" 

Meter Couplings 

H-10891 

J-134 

W-7210 

,, 

1.790 

200 

3/4" 

3-Part Union Cplgs. 

11-15400 

J-1528 


.. 

2.211 

25 

2" 

Ball Curb Stops 

H-l520li 

J-1902 



bO.895 

200 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 \ 


8.316 

25 

1" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 


13.106 

25 

1 1/2" 

Ball Curb Stops 

H-1520U 

J-1902 


It 

27.158 

EST. 

OTY . 

SIZE 

DESCRIPTION 

PART # 

OTHER OR 

specify 

BR7i!ID 

QUOTING 

ALTERNATE - PLASTIC 


UNIT 

PRICE 


100 5 1/4 Dia. Valve Box 

complete v^/Stay Put 
Lid #2494, Cast Iron 
Clow or Equivalent 


F-2450 Bingham-Taylor ”8” Top Section, "C" Middle 

or Section, w/ No, 6 Bgse 

Central Foundry - - 


$ UO,32 


50 14" Extension Section F-2475 

Cast Iron, Clov: or 
Equivalent 


Bingham-Taylor 

*or 

Central Foundry 


$ - - $ 8,82 


50 

13 1/2" Top Section 

CC F-2455 

Bingham-Taylor 


Cast Iron, Clow or 


or 


Equivalent 


Central Foundry 


less lid 11.98 

with lid 16.38 


































EST. 

OTY. SIZE DESCRIPTION 

50 25 1/2" Top Section DD 

Cast Iron, Clo\v or 
Equivalent 

100 5 1/4 Dia. Valve Box 

complete less base v// 
stay put lid #2494, 
cast iron. Clow or 
Equivalent 

100 2 1/2" Estension Section 

#151 9", Cast Iron, Clow 
or Equivalent 

100 2 1/2" Extension Section 

16" #152, Cast Iron, Clow 
or Equivalent 

100 24" Service Box Top, Cast 

Iron, Clow or Equivalent 
Section w/Lids - 93E 

1000 2- 1/2" Curb Box Lid, Cast 

Iron, Mueller or Equiv. 


PART # 

F-2455 


F-2450 


F-4610 


F-4607 


H-10374 


ALTERNATE - PLASTIC 


UNIT 

PRICE 


OTHER OR 
SPECIFY 
BRAND 
QUOTING 


Bingham-Taylor 

or 

Central Found ry 


Less lid 17,02 
with lid 21.I42 


Bingham-Taylor "B” Top Section, "C" Middle 
or Section 

Central Foundry 


Bingham-Taylor 

or 

Central Found ry - - $ 

Bingham-Taylor ' 

or 

Central Found ry - > $ 

Bingham-Taylor 

or ^ 

Central Found ry ~ ~ _ 5. 


$ 28,36 

$ U.U2 
$ 7.89 


Mueller 


$ 2,71 



























FORM DRIB 5-«8 


CITY OF FORT WAYNE 

depaktment of purchases 

Number One Main St,, Ft. Wayne, Ind. 4600/ 
I NVITATION 

CnoUUou. witjwk 




eondlUoQ, eo ■tin r*T»«>* »x* i» 5 u«rt«d on th« ioilo^ag U»t ot 

«t or for tl» <J«>«tm*ot as nuoUoord. with li.liv.r y to 

. .^.il Inelud. aU eharrw for d.llT«ry. poridn^, Aiiart*. your rrpl/ a. 


Page__-i- 

I Ref. No-5£1 

I Date-—— 


oi_2_ 


ji«iin,oii,.aoa , A.C. Lord - 423-7 037 DEPARTMENT OF PURCHASES 1 Date wanted . 
Room -470, Numbe r One Main St,, Ft, Wayne, Ind, 46802 


REQUIRED FOR DELIVERY TO; 

Department 


_Hater Haint. s service De^ 

415 E. Wallace. Street 
Address Fort Wayne, In diana 


Fund 

I Appropriation No. - 


RETURN ORIGINAL TO THE aiY —RETAIN DUPLICATE COPY FOR YOUR FILE 
§mi°?f Monday. November 1, 197G at Al:30 A.M 


TAX EXEMPT (Unless otherwise indicated)_ 


MatariaU. SappUaa. 


BRONZE WATER WORKS FITTINGS AND C.I. CURB BOX PARTS 

For January 1, 1977 thru June 30, 1977. 

Per attached sheets. 


The enclosed bidders sheet must be properly completed 
and returned v;ith your bid, along with the properly 


executed Non—Collusion Affidavit. 


We require a firm price on all shipments made to us 
during the period stated above. 


The award of this bid may be made on either an item 
by item, or on an overall basis, as v/e determine the 
most beneficial to the Utilities. 


Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond r«quix«d (3 □ --- 

n % cash discount if paid withia. 


- Performanc* Bond S 

Om iMtrMtioa lt«>a Vo. 1* on rmrvt lU* b*r»f. 


>fl itmtk tiO, 19 cm rwrwrpm tww • 

-days from delivery and acceptance of goods or completion of aervicea. 


PROPOSAL OR BID 


Delivery of any or all of the items or completion of 
IMPORTANT ^ 

n 


services indicated shall be made withiiikdaya from receipt of ordex"^ 


r 




J 


.An.inn^UlA^ 

























































c 



MANUFACTURERS OF WATER SERVICE PRODUCTS 

1104 CENTER STREET e CLEVELAND, OHIO 44113 
PHONE: 241-3323 


) 


POLICY STATEMENT 


FARNAN BRASS WORKS COMPANY which conducts business on a 
nationwide basis, affirmatively states that it does not dis¬ 
criminate in it's policies regarding employment, purchasing 
or selling. 

All parties are treated equally, regardless of sex, race, 
or national origin, according to the spirit of the Equal 
Opportunities Act of the Federal Government. 


An Equal Opportunities Employer 











BROMZ 

E WATER VJORKS 

FITTINGS AND 

C.I. CURB BOX PARTS 






For January 

1, 1977 thru 

June 30, 1977 



EST. 

SIZE 

DESCRIPTION 

MUELLER 

JONES 

MCDONALD FARNAN 

OTHER OR 

SPECIFY 

BRAND 

quoting 

UNIT 

PRIC? 

500 

500 

100 

200 

25 

200 

25 

25 

5/8" 

3/4" 

Meter Couplings 

ISeter Couplings 

Meter Couplings 

3-Part Union Cplgs. 

Ball Curb Stops 

Ball Curb Stops 

Ball Curb Stops 

Ball Curb Stops 

H-10891 

J-134 

H-7210 


.90 

H-10891 

J-134 

W-7210 



H-10891 

J-134 

W-7210 



3/4" 

2" 

n-15400 

J-1528 




J-1902 




3/4 " 

1" 

H-15204 

J-1902 

H-6100 



H-15204 

J-1902 

M-6100 ' 



1 1/2" 

J-1902 









EST. 

OTY. 

SIZE 

DESCRIPTION 

PART # 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

ALTERNATE - PLASTIC 


UNIT 

PRICE 


5 1/4 Dia. Valve Box 
conplete w/Stay Put 
Lid #2494, Cast Iron 
Clow or Equivalent 


14" Extension Section 
Cast Iron, Clow or 
Ecuivalcnt 


13 1/2" Top Section 
Cast Iron, Clow or 
Equivalent 

































EST. 

pTY. SIZE DESCRIPTION 

50 25 1/2" Top Section DD 

Cast Iron, Clov7 or 
Equivalent 

100 5 1/4 Dia. Valve Box 

complete less base \ j / 
stay put lid #2494, 
cast iron. Clow or 
Equivalent 

100 2 1/2" Estension Section 

#151 9", Cast Iron, Clow 
or Equivalent 

100 2 1/2" Extension Section 

16" #152, Cast Iron, Clow 
or Equivalent 

100 24" Service Box Top, Cast 

Iron, Clovz or Equivalent 
Section w/Lids - 93E 

1000 2- 1/2" Curb Box Lid, Cast 

Iron, Mueller or Equiv. 


PART # 

F-2455 

F-2450 


F-4610 


F-4607 


H-10374 


rage 


f _L 


OTHER OR 

SPECIFY 

BRAND UNIT 

OU OTIN G_ALTERNATE - PLASTIC_PRICE 


$. 


$. 


$. 




$ 


$. 




$. 


$. 


$. 


$. 




























CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

QooteUmj. to «>• oooaiUoo* oa li* twnn* h»i*oi, »r* on th* follon-ia* U»t o£ 

BnUrUlo, tobU#., oqiilpnMcit or •*tT\er», tor tho dapnrtauat u taroMonri, \>ith d.llv.rr ta d»rtln»tlo«> 
OM tiyxn b.W»r . QooUUcni ihuJl Inelodo nil eWir.* tor d.Uvory, gitoitSna, ota . Adidr»« your rogly »» 


indicAttd 
*Kiul mil r«ptU« imd 


A.C. Lord - 423-7037 DEPARTMENT OF PURCHASES 


Room -470, Number One Main St., Ft. Wayne, Ind, 46802 

Ad<ll‘«M - - - - - - -- -.. .--.■■■. . I I .... 

REQUmSD FOE DELIVERY TO: 


Department 
or Division_ 


Water Maint. & Service Dept. 


415 E. Wallace, Street 
Fort Wayne, Indiana 



RETURN ORIGINAL TO THE aXY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 


Time of Bids— 


Monday, November 1, 197G at -11;30 A.M. 


TAXES 1 THS C3TY IS XIEMPT FROM FKDRRAI, EXaSX AND INDIANA STATB SALTS TAX THX Cmr8 INDIANA SALZ S TAX KXXU mOlt 
CSanFICATB NUMBKB 13 NO. UMA FBICX 3 SHOULD NOT INCLODS THES3 TAXXa Soo In*MTMti<j«u to BMdan No. 10 oa r«T*r»« Wool lor dotalb. 

TAX EXEMPT (Unle33 otherwise indicated) 


UatarUU. SappU**, g<i«l>«»*nt or aorrioio 


BRONZE WATER WORKS FITTINGS AND C.I. CURB BOX PARTS 

For January 1, 1977 thru June 30, 1977. 

Per attached sheets. 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
executed Non-Collusipn Affidavit. ' 

V^e require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as v;e determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond requirad I 3 □ - 


>0 Inutnratioii lt«a» N 


Tei^na. 


-days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


— _ —» Wd b* lortaUn a . 

1 iwsonUjM* Wittes* sp*el9e*tl««a a 

DehTer^T^ orall of the items or completion of services indicated shall be made within—days from receipt of ordw'^ 

TArPOPT'A'i^ K3S* A* bt a Iwtor ia th* awart cpI aa orior, h U baiwrtaal tk*» 

tairUrtijUNl lumWi th.* Inl««.*Uoa abor*. 

I —I San a«»i 

1 ‘ Hays Fluid Controls Div., Zurn Ind., Inc. 


J 


- 

’*^fi3mund’‘Xl~NavHclH' 


y ) Nam* U Oewpaa/ 

L < c l M^r. Customer 




IJ rle, Pa, 1^3.^ 














































BROnZE WATER v.tqrks FITTINGS AND C. I. CURB BOX PARTS 





For January 

1, 1977 thru 

June 30, 1977 



EST. 

OTY. 

SIZE 

DESCRIPTION 

MUELLER 

JONES 

MCDONALD FARNAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNIT 

PRIC 

500 

5/8" 

Meter Couplings 

H-10891 

J-134 

W-7210 

Hays 5682 

$ -97 

500 

3/4" 

Meter Couplings 

H-10891 

J-134 

W-7 210 

Hays 5682 

1.22 

100 

1" 

Meter Couplings 

H-10891 

J-134 

W-7210 

Hays 5682 

1.49 

200 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


Hays 5615 

2.03 

25 

2" 

Ball ,Curb Stops 


J-1902 


Hays 4008 

41.84 

200 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 

.Hays 4008 

7.46 

25 

1" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 V 

Hays 4008 

12.97 

25 

1 1/2" 

Ball Curb Stops 


J-1902 


Hays 4008 

28.30 





OTHER OR 








SPECIFY 




EST. 




BRAND 



UNIT 

OTY. 

SIZE 

DESCRIPTION 

PART # 

QUOTING 

ALTERNATE - PLAS 

TIC 

PRICE 


100 5 1/4 Dia. Valve Box 

conplete w/Stay Put 
Lid #2494, Cast Iron 
Clow or Equivalent 

50 14" Extension Section 

Cast Iron, Clo'.: or 
Equivalent 

13 1/2" Top Section 
Cast Iron, Clov; or 
Equivalent 


F-2450 


F-2475 


$. 




$ _ $. 

$ $ 


50 


CC F-2455 




























EST . 
OTY . 


ZE DESCRIPTION 


PART # 


50 25 1/2" Top Section DD 

Cast Iron, Clovv or 
Equivalent 

100 5 1/4 Dia. Valve Box 

complete less base w/ 
stay put lid #2494, 
cast iron. Clow or 
Equivalent 

100 2 1/2" Estension Section 

#151 9", Cast Iron, Clov; 
or Equivalent 

100 2 1/2" Extension Section 

16" #152, Cast Iron, Clow 
or Equivalent 

100 24" Service Box Top, Cast 

Iron, Clov7 or Equivalent 
Section w/Lids - 93E 

1000 2- 1/2" Curb Box Lid, Cast 

Iron, Mueller or Equiv. 


F-2455 


F-2450 


F-4610 


F-4607 


H-10374 


of _7_ 


OTHER OR 
SPECIFY 

BRAND UNIT 

OUOTING_ ALTERNATE - PLASTIC _ PRICE 


$. 


$. 


$. 


$. 



$ 


$. 


$ 


$ 































Bid due Kov. 1 , 197 ^ 



HAYS r\/lFG. DiV. 

ERIE, PA • U.S. A. 16512 • TELEPHONE: 814/452-3221 


City of Fort Wayne 
Wumber One Main St. 
Room 470 

Ft. Wajme,'.Ind. 46802 


QUOTATION FH- 9176 

QUOTATION DATE Qct . 26 , 1976 
INQUIRY DATE 


ATTENTION: MT, A. C. LOrd 

THIS QUOTATION IS FOR PROMPT ACCEPTANCE AND SUBJECT TO TERMS SHOWN ON REVERSE SIDE OF THIS SHEET. 


QUANTITY 

SIZE 

CAT. NO. 

DESCRIPTION 

PRICE 

500 

5/8" 

5682 

Straight Meter Couplings with Ribbed Linings Nuts Un¬ 
drilled 

$ .97 ea. 
net 

500 

3 / 4 " 

5682 

Ditto 

1.22 " " 

100 

1" 

5682 

Ditto 

1.49 " " 

200 

3/4" 

5615 

3 Part Copper x Copper Unions 

2.03 " " 

25 

2 " 

4oo8 

Wuseal Plug Valve Stop Copper x Copper with Check Pin 

41.84 ", " 

200 

3/4" 

4oo8 

Ditto 

7.46 " " 

25 

1 " 

4008 

Ditto 

12.97 " " 

25 

li" 

4oo8 

Ditto 

28.30 " " 




Elis quotation shall remain firm from January 1 , 1977 
June 30, 1977* 

to 


I 

1/ Crsclit Torrm 

i 31 . 1 ? payment on 10th Prox (invoices dated 16th thru 

.« -h /1 Prox (invoices doted 1st thru 15th). Normal Terms, Not 30 Days. A 
oMnvolce ' ^ ^ '"voicos after 45 days from date 


lOM DATE OF SHIPMENT. 


SHIPMENT Stock to fouT 'wceks. 


Jow 


FLUID COBiTROLS DIV. 
iAYSMmW^ ZURiy IWpt^STRIfS, INC. 

^ ML 

Edmund A. Wowicki 

Manager, Customer Service 


Perm .Ns, 30? 













FORM OPZB S-J^a 


CITY OF FOST WAYNS 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 


QoaUtioM. poMMi to tJwi ooodiUoo. on ti* nrtn* Ut*at, logoort-rf o 
mottriiiK nippUo., «iali»wot op porHow, for tbo <Ut»rta»Mt p. &k«ntio<i*<l, w 
I« tlmll Inelud. .11 ehwiw for d.llTory. «' 


Jt tbor-rn Wow, Ogototlon 


Page- 
I Ref. No. _ 
I Date- 


I Date wanted . 


Room 470, Number One Main St, 
REQUIRED FOR DELIVERY TO: 

Department 


Ft. Wayne, Ind. 46802 


or Division— 


VTater Maint. S Service Dept. 


I Fund 

I Appropriation No.. 


Address _ 


415 E. VJallace Street 

Fort Wayne, Indiana 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 


Closing 

Time of Bida- 


Mondav, November 1, 19 7 6 at JLl-: 30 A. 


•mx-rjm, fTTTV EXEMPT 7BOM F7CD2RAI* KjCCISB AND INDIANA STATTS SAL23 aAX. THS crrra waj 

CEBTiaaCATa KUMBKa 13 NO. MfiOa. FRICSS SHOUID NOT INCLUD3i THS33 TAZM, S*-» to BWd#r» No. 10 o 

TAX EXEMPT (Unless otherwise indicated) 


« iMTwf for cUuJb. 


Uatoriolp. SpppUo*. gpplpPM 


BRONZE V7ATER WORKS FITTINGS AND C.I. CURB BOX PARTS 

For January 1, 1977 thru June 3Q, 1977. 

Per attached sheets. 


The enclosed bidders sheet must be properly.completed 
and returned with your bid, along with the properly 
executed Non-Collusion Affidavit. 


We require a fiirm price on all shipments made to us 
during the period stated above. 


The award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 


most beneficial to the Utilitie 


Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond rwjairad Q □ - 

Teijna——% cash discount if paid within. 


_ '■ - Perform »nc* Bond Q 

Sm Jji.tr«tion It-w No. 1* cm r,T»r»» M* 


.days from delivery and acceptance of goods or completioa of senncea. 


PROPOSAL OR BID 

....a— .JiKSS S&v srst: 

M* oppo«10» *tuM Ifnn, 

Delivery of any or a 

r 


IMPORTANT 

■ ~1 Blrt H«r 


1 ta* »tnii of cnW, 1» U U»»or««uil U»«» kVWsri 




J 




‘"a ' 54 t 4 zf.,. 













































BROKZE WATER V?ORKS FITTINGS AND C.I. CURB BOX PARTS 


For January 1, 1977 thru June 30, 1977 


EST. 

SIZE 

DESCRIPTION 

MUELLER 

JONES 

MCDONALD 

OTHER OR 

SPECIFY 

BRAND 

FARNAN QUOTING 

UNIT 

PRICE 

500 

5/8" 

Meter Couplings 

H-10891 

,J-134 


H-7210-U/7A/i> 

3.00 

500 

3/4" 

Meter Couplings 

H-10891 

J-134 


W-7210 - '' 

^.€>0 


W-7210 --- " 

6.00 

3,.S'0 

100 

200 

1" 

3/4" 

Meter Couplings 

3-Part Union Cplgs. 

H-10891 

11-15400 

J-134 

J-1528 






2" 

Ball Curb Stops 

Ball Curb Stops 


J-1902 




200 

3/4" 

H-15204 

J-1902 

M-6100 

/Toni^ ■2.lf<-C -L - 

H.Ha 

25 

1" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 



25 

1 1/2" 

Ball Curb Stops 


J-1902 


f^ona> S 66 C 

i^3l,ePO 


EST. 

OTY. SIZE DESCRIPTION_ PART # 


100 


50 


5. 1 / 4 'Dia. Valve Box 
complete w/Stay Put 
Lid #2494, Cast Iron 
Clow or Equivalent 

14" Extension Section 
Cast Iron, Clow or 
Equivalent 

13 1/2" Top Section 
Cast Iron, Clow or 
Equivalent 


F-2450 ^ 


F-2475 


CC F-2455 (9 


OTHER OR 

SPF,CIFy 

BRAND 

QUOTING _ 

Slt& 




UNIT 

PRICE 


W 


$ so,oo_ 

Tv/ciL 




$ on 




































rage 5 


of 





OTHER OR 





ST. 


PART # 

BRAND 

OUOTING 

i"" /u o j 

/ ALTERNATE - PLASTIC _/ 

UNIT 

PRICE 

50 

25 1/2" Top Section DD 

Cast Iron, Clov/ or 
Equivalent 

5 1/4 Dia. Valve Box 
complete less base v;/ 
stay put lid #2494, 
cast iron. Clow or 
Equivalent 

F-2455 (P 




$ 

c?o 

00 

F-2450<5^ 

7y/«e- 

ZCCTCP' 



$ 

^D.OO 

00 

2 1/2" Estension Section 
#151 9", Cast Iron, Clow 
or Equivalent 

2 1/2" Extension Section 
16" #152, Cast Iron, Clow 
or Equivalent 

24" Service Box Top, Cast 
Iron, Clov; or Equivalent 
Section vz/Lids - 93E 

F-4610 

ti/oiAJ 

A^n A /P 

$ "hjo d/P 

$ 

oo 

00 


.vf /p(Ay 

A/O S //? ' 

$ A/O- S ’l/> 

$ 

/o« 

00 

F-4607 


Sip. 

$ Aj'O S^p 

$ 

/3. ^ 






00 

2- 1/2" Curb Box Lid, Cast 
Iron. Mueller or Equiv. 

H-10374 


,AA0^ 

$ ajo. 

$ 

9, HO 




-ryffo^ Ar^<S y^cT y9a/^r Tk (2 

l-W^^ pc^^^.,y p^„^:sK^„ yr^P^ 

P/^ G^AyrS /C>'<<S 


Pf jr-fS’C’in^y^ 



































FORM OP2B S-«« 


■ CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 


QooUtVyM, to «>• oondlUoo* o* tb. rirT»rw, b.r.of. u* r*qu«rt»<J oa th« followln* ll»t ot 

raatorUbi, lupsUmi, •jalpowot or »*rrtoto. for tb* <3.j>*rtoi«it m monttonod. with drliv.r y to d*«tia»tloa 
M tbown h-Unr. OooUtlon* tball Inelad. oil ehjuTr** for drUrory. poobina. its, Addrooo your rtoly u 


Room -470, .Number One Main St., Ft. Wayne, Ind, 

Ad<h‘«««. . —.. .. .. — —to. I I .. — I 

REQUIRED FOR DELIVERY TO; 


46802 


Department 
or Division_ 


Water Maint. & Service Dept. 


415 E. VJallace. Street 
Address Fort Wayne, Indiana _ 



RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILS 


TiS?0f Hondav, November 1, 1976 at -11;30 A.M,. 


TAXS 31 THS conr 13 BaCKJtPT FROM FTDSRAL EXCTS3 AMD ENDIAMA STATS TAX T^ 

C^TmCATS KUMBJER 13 NO. MSOS. PRICSS SHOUtD NOT INCXUDS THESS TAj^ZS. Sm InrtTwstkw* to Blddm No. 10 oa rrmnto b4rrwl for dotolU. 

TAX EXEMPT (Unless otherwise indicated) 


UatoriaU. 3api>U<M. 


BRONZE WATER WORKS FITTINGS AND C.I. CURB POX PART.S 
For January 1, 1977 thru June 30, 1977. 

Per attached sheets. 


The enclosed bidders sheet must be properly.completed 
and returned with your bid, along with the properly 
executed Non-Collusion Affidavit. 


We require a firm price on all shipments made to us 
during the period stated above. 


The award of this bid may be made on either an item 
by item, or on an overall basis, as v/e determine the 
most beneficial to the Utilities. 


Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond required (3 
Terma 


_ Performance } 


Sw Inartrastion ltw» No. 1* « rrrar*. tld* ifnot. i i_i • 

.% cash discount ii paid ynf.hiri^^ days from delivery and acceptance of goods or cotapkQon of servicea. 


PROPOSAL OR BID 

win, tb. toritotioo for bl4» Mwi «bl«t to <l 11 rondltloni th*noi, tb. Ma4«ndrn«a olfwr* and If ^ b. wtlWa a 

WO* *» aad tb. 

Delivery of any or all of the items or completion of services indicated shall be made ■within—days from receipt of order"^ 
IMPORTANT ggy 

n ^ I i ■ 0 " 


r 


1_ 
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BRONZE 

WATER V70RKS 

FITTINGS 

AND C.I. CURB BOX 

PARTS 





For January 1 

, 1977 thru 

June 30, 1977 



EST. 

QTY. 

SIZE 

DESCRIPTION 

MUELLER 

JONES 


X 

MCDONALD 

OTHER OR 

SPECIFY 

BRAND 

FARNAN QUOTING 

UNIT 

PRICF 

500 

5/8" 

3/4" 

1 " 

Meter Couplings 

Meter Couplings 

Meter Couplings 

3-Part Union Cplgs. 

Ball Curb Stops 

Ball Curb Stops 

Ball Curb Stops 

Ball Curb Stops 

H-10 891. 

J-134 

\ 


H-7210 

ft! 

500 

100 

200 

H-10891 

J-134 



W-7210 

1 -04 

H-10891 

J-134 

•i 


W-7210 


3/4" 

2" 

n-15400 

J-1528 

3): 



Z. i' 

25 

200 


J-1902 


■- (o lOO 



3/4" 

1" 

H-15204 

J-1902 


M-6100 ’ 


^,5i 

25 

25 

H-15204 

J-1902 


M-6100 



1 1/2" 


J-1902 


N\. - (o \ 0 0 








EST. 

OTY. 

SIZE 

lUt. 

DESCRIPTION PART # 

OTHER OR 

SPECIFY 

BRiMlD 

QUOTING 

ALTERNATE - PLASTIC 

UNIT 

PRICE 


100 5 1/4 Dia. Valve Box F-2450 

conplete w/Stay Put 
Lid ^f2 494, Cast Iron 
Clow or Equivalent 


$. 


50 14" Extension Section F-2475 

Cast Iron, Clov.’ or 
Equivalent 

50 13 1/2" Top Section CC F-2455 

Cast Iron, Clov? or 
Equivalent 


$ 


$. 


$. 




































EST. 
OTY . 


SIZE DESCRIPTION 


PART 


50 


100 


100 


100 


100 


1000 


25 1/2" Top Section DD 

Cast Iron, Clow or 
Equivalent 

5 1/4 Dia. Valve Box 
complete less base v// 
stay put lid #2494, 
cast iron. Clow or 
Equivalent 

2 1/2" Estension Section 
#151 9", Cast Iron, Clow 
or Equivalent 

2 1/2" Extension Section 
16" #152, Cast Iron, Clow 
or Equivalent 

24" Service Box Top, Cast 
Iron, Clov; or Equivalent 
Section w/Lids - 93E 

- 1/2" Curb Box Lid, Cast 
Iron, Mueller or Equiv. 


F-2455 

F-2450 


F-4610 


F-4607 


H-10374 


Page 


of _j_ 


OTHER OR 
SPECIFY 

BRAND UNIT 

QUOTING_ALTERNATE - PLASTIC PRICE 


$ _ $. 


$. 


$. 


$. 

$ 


$ 


$. 

$ 


$ $. 




























• CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Qootiitlon.. nhivit to tb. oMvditioai 0 * tio rrr.nw h«r»i, »r* r»<ja4irt*l on tb* followlB* Urt oi 
Bipi>Utw, witdpeowit or wn-rloM, for tb. d.t*rtia.nt ma tawtloavli. »ltb d.lW.ry to d.«tlBatl<>q 
j tbown batoV. OaoUtion. »bj»]l Inelod. «il ebarr** for d»llr.ry. pmkina, tta . AdarwM jrour tajily m 


Indiutod boiow.* ' 
•Mail all wpll.. and 


A.C. Lord - 423-7037 DEPARTMENT OF PURCHASES 


Room '470, -Number One Main St., Ft. Wayne, Ind, 46802 

REQUIRED FOa DELIVERY TO: " ^ 

Department 


or Division— 


Water Maint, & Service Dept. 


415 E. Wallace Street 
Address Fort Wayne, Indiana 



RETUEN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Sme^of Bids _ nondav, Hovemher 1, 197G at -ll.; 30 A.M. _____ 

TXXZSx THS CITY 13 JCX23i?T FROM FTCDSKAL EXCISa AND INDIANA STATX aAL23 TAX THX Cli'^TPa PfD_l^A.aAU » TAX CtZM ^nON 
CaSTITICATa NUMB£a 13 NO. UoOS, FBICI3 SHOUID NOT INCLDDB THBSB TAXES. "InatroetioM to Blddara No, 10 tm nrmm b«ac« tor dotalla. 

TAX EXEMPT (Unless otherwise indicated) 

_ Total 


Hatariala, SappllM. EnaloaMat ar Swrjroa 


BRONZE WATER WORKS FITTINGS AND C.I. CURB BOX PARTS 

For January 1, 1977 thru June 3Q, 1977. 


Per attached sheets. 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
executed Non-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as v/e determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond required 3 □ -Perfomanc# Bond S □ . . .... 

^ e*o liutrootion lt««l No. 1( oa nrtn* >ld. b«nol. 

U % cash discount if paid within-Jmri-days from delivery and acceptance of goods or completion of aervicea. 


Teipna— 


PROPOSAL OR BID 


_ _ _ • rvs/cfAt Md »♦ 

^ oTj^ of the items or completion of aervicea indicated shall be made withird^lWs irom receipt of ordar*^ 
IMPORTANT ^ -- ----* 

r n 


L 
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BRONZE water VJORKS 

FITTINGS AND 

C.I. CURB BOX PARTS 






For January 1 

, 1977 thru 

June 30, 1977 




EST. 

QTY. 

SIZE DESCRIPTION 

MUELLER 

JONES 

MCDONALD FARNAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 


UNIT 

PRICE 

500 

5/8" Meter Couplings 

H-10891 „ 

J-134 

W-7210 

TJkQcuflS 



500 

3/4" Meter Couplings 

H-10891 

J-134 

w-7210 



.9/7S' 

100 

1" Meter Couplings 

H-10891 

J-134 

^6^ W-7210 



l>f^ 

200 

3/4" 3-Part Union Cplgs. 

n-15400 

J-1528 

^7^-S 



X.BO 

25 

2" Ball Curb Stops 


J-1902 


^cnes 


DO 

200 

3/4" Ball Curb Stops 

H-15204 

J-1902 

M-6100 



tils' 

25 

1" Ball Curb Stops 

H-15204 

J-1902 

M-6100 



US' 

25 

1 1/2" Ball Curb Stops 


J-1902 













EST. 

OTY. 

SIZE DESCRIPTION 

PART # 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

ALTERNATE - PLASTIC 


UNIT 

PRICE 

100 

5 1/4 Dia. Valve Box 
complete w/Stay —Put Proa 
Lid ■#2 4-9 4-, Cast Iron 
Clow or Equivalent 

•F-2 45^ 

J) 


$ 


$ 

4/.:!0 

50 

14" Extension Section 
Cast Iron, Clov: or 
Equivalent 

■ F -g-4-7^ 


$ 


$ 

.?.ol 

50 

13 1/2" Top Section 

Cast Iron, Clov: or 
Equivalent 









$ 


$ 

/o.m 
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OTHER OR 
SPECIFY 

EST. BRAND 

OTY» SIZE DESCRIPTION_PART #QUOTING 


50 25 1/2" Top section BD - r " -"2 - 45 ^ 

Cast Iron, Clow or 
Equivalent ' 


100 5 1/4 Dia. Valve Box 

complete less base v;/ 
(jiroi^ stay put lid i t 2 4 9 -4-, 

^ cast iron. Clow or 
Equivalent 


4 5 -9- 

Yalvt 


100 


2 1/2" Estension Section 
ffl51 9", Cast Iron, Clow 
or Equivalent 


r 4fri »' 

77^a- 


100 


100 


2 1/2" Extension Section ^ 

16" #152, Cast Iron, Clow / 
or Equivalent 


24" Service Box Top, Cast 
Iron, Clov; or Equivalent 
Section v//Lids - 93E 


- 46 6^ 

7//^A- 


1000 2- 1/2" Curb Box Lid, Cast 

Iron, Mueller or Equiv. 


ALTERNATE - PLASTIC 


$. 


$. 

$. 

$. 

$ 

$. 


UNIT 

PRICE 




; J?./9 

^ . 

? Or 

? /l/o OUt'l-t 


ffyl d-X AMir( >ivf‘ ^ 

Jtrf 

Tfiml 3/; //// dn 'd/ w 

































,1 











































..zas-., CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St,, Ft, Wayne, Ind, 46802 
INVITATION 

QwAnOowi. KthlMt to tb* eondlUoo* c*» tio r»r»r», h,r,o<, %i* nuumUi tm th* fcJUnria* U»t of 
m«t«ri»K »upi>U*^ ojolptMot o» wtrlixi., lor tl» d,{»rtB»«t »» nwatioori. vritb ■i<llv«rr to dwtlaxtioo 
■ ■ . OooUtlon. riudl Inelod, iJl .Jurirw tor d»liv«fy. iwVlna. rta. A<idr«M roar nylr m 


Page—i- 

Ref. No-111. 


iadicAtiKi b«iow.* 
LI ftll rvpU^ uui 


A.C. Lord - 423-7037 DEPARTMENT OF PURCHASES 




Date October 27 ^ 1Q76 . 


Room -470, .Number One Main St., Ft. Wayne, Ind. 46802 

Adflrw* ..—— 1. I I ■!. i.i... . . ■■■ 

REQUIRED FOR DSLIVERY TO: 


Department 
or Division- 


Water Haint. & Service Dept. 


415 E. V'Jallace. Street 
Address Fort Wayne, Indiana _ 


Date wanted . 


Fund 

Appropriation No. 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Q08ing___ riondav, November 1. 1976 at J.1,; .10 A.H. 


TAXZS< THB CTTY IS XXSXTT FBOM yKD3KAL I3CI3J! AND d^k. 

CEaXITICATS NXINBS3 IS NO. MSOS. PRIC23 SHOULD NOT INCLUDS TH2S35 TAXES. 3.» iB^tratkxM to BldtUni' No. 10 o« nrmror luroot lor dotoJk, 

TAX EXEMPT (Unless otherwise indicated)' 


Uatariolo. S,,pll.«. E<»l*>«i>-«t or Sw>i«— 


BRONZE V7ATER WORKS FITTINGS AND C.I. CURB BOX PART.S 

For January 1, 1977 thru June 3Q, 1977. 


Per attached .sheets. 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
executed Non-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as v/e determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


_ Perform»nc» Bond 
St* lii»tro«tloo It—n No. If on rmrvt »W* 


Bid Bond required - 

- 0 - % cash discount if paid withiaJfeljIldays from delivery and acceptance of goods or completion of aervicfeB. 


PROPOSAL OR BID 


T rr iinUTir* Ki ij a'A yut nibi««t u> iJl coodltloix* til# ua<Urt!t)fQ«d otfwr# #J»d U tMi ^ ^ 

thn# wiU» to# n>*eiacntkm^ *P^>4yia*t U t>4 

DSiven^^ oTall of the items or completion of services indicated shall be made withinJidays from receipt of order"^ 

TMTanUm A irdSP’- x» d«UT*T, m*jr N» a dtoldlo* l*Mor la th. awuri of ord**. It U J»p«rt»»t tho* MM«r« 

IMrUltXiUN i S&gj r f\ ' i U/, /I ^ / 

Ametek Inc., Pl ymouth Products Di'L)is^'^n 

fiayA.4...4A...Lfel^S— S a le^ .. ^r . 

AMfm. I . .—__ 

L. J ott..nist 



















































BROMZ 

E WATER VJORKS 

FITTINGS AND 

C.I. CURB BOX PARTS 




For January 

1, 1977 thru 

June 30, 1977 


EST. 

OTY. 

SIZE DESCRIPTION 

MUELLER 

JONES 

OTHER OR 

SPECIFY 

BRAND 

MCDONALD FARNAN QUOTING - 

UNIT 

PRICE 

500 

5/8" Meter Couplings 

H-10891 

J-134 

H-7210 


500 

3/4" Meter Couplings 

H-10891 

J-134 

' W-7210 


100 

1" Meter Couplings 

H-10891 

J-134 

VJ-7210 


200 

3/4" 3-Part Union Cplgs. 

11-15400 

J-1528 



25 

2" Ball Curb Stops 


J-1902 



200 

3/4" Ball Curb Stops 

H-15204 

J-1902 

M-6100 . 


25 

1" Ball Curb Stops 

H-15204 

J-1902 

M-6100 ' 


25 

1 1/2" Ball Curb Stops 


J-1902 








EST. 

OTY. 

SIZE DESCRIPTION 

PART # 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

ALTERNATE - PLASTIC 

UNIT 

PRICE 

100 

5 1/4 Dia. Valve Box 
complete w/Stay Put 

Lid S2494, Cast Iron 
Clow or Equivalent 

F-2450 

AMETSK 

Plastic Box 

C.I. Ring & Lid 

5-2A5-A8 $ 22.88 

$ 22.88 

50 

14" Extension Section 
Cast Iron, Clov: or 
Equivalent 

F-2475 

AMETSK 

Plastic 

20" Extension $ 6.07 

$ 6.07 

50 

13 1/2" Top Section 

Cast Iron, Clov; or 
Equivalent 

CC F-2455 

A14ETEK 

Plastic 

15?7" Top Section 54.97 

$ 4.97 






























::ST. 


50 


100 


100 


100 


100 


SIZE DESCRIPTION _ PAR? # 

25 1/2" Top Section DD F-2455 

Cast Iron, Clo\v or 

Equivalent 

5 1/4 Dia. Valve Box F-2450 

complete less base w/ 

stay put lid #2494, 

cast iron. Clow or 

Equivalent 

2 1/2" Estension Section F-4610 
#151 9", Cast Iron, Clow 
or Equivalent 

2 1/2" Extension Section 
16" #152, Cast Iron, Clow 
or Equivalent 

24" Service Box Top, Cast F-4607 
Iron, Clov7 or Equivalent 
Section vz/Lids - 93E 


OTHER OR 
SPECIFY 
BRAND 
OUOTING 


AI4STEX 


AMSTSK 






AIvETfiK 


000 2- 1/2" Curb Box Lid, Cast 

Iron, Mueller or Equiv. H-10374 AMETSK 


^AME^rSK 2^" CURB SERVICE BOXES ARE AVAILABLE 
IN LENGTHS RANGING FROM 18" TO 84" ALSO OUR 
BOX I-IAY BE CUT WITH AN ORDINARY HAND SAW 
THUS ELIMINATING THE NEED FOR EXTENSIONS 
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UNIT 

ALTERNATE - PLASTIC _ PRICE _ 


Pls.s'txc 

24^" Top Sec tion $ 6.90 _ $ 6^90. 


Plastic Top 


Section 24i-'' 

C.I. Ring Sc 

Cover $ 17.02 $ 

_ , $ _ $ _ 


_ ' $ _ § _ 

Plastic Lids 

22" Top Sect ion $ i.26 _ ^ L^26 

Plastic Lid $ 1.32 $ 1.32 

































Jk. Ui. i UAWO-UiJLdiliO 

Number One Main.St.. Ft. Wayne, Ind. 46802 
INVITATION 

• tlw fo»o«l>c Ujt at 
h d.lW.ry to <!M<la» 


matwria^ nm>u«, «ialpa 


. Qoot.ttmi» «>'-U iBclui. »U elmrrw for d«llT«ry. y«l dnt. rtg . ^ nnr »«« jour nvij am 

__ _ A.C. Lord - 42'3-7 037 DEPARTMENT OF PURCHASES 

Room -470. -Number One Main St., Ft. Wayne, Ind. 46802 


•!«bU an nvU« ud 


REQUISSD FOR DSLIVSHY TO: 

Hater Maint. S Service Dept. 
415 E. V/a.llace Street. 

Wayne, Indiana 



EETUKN ORIGINAL TO THE CITY--RETAIN DUPLICATE COPY FOR YOUR FILE 

Bids_ Monday, November 1, 197r> at -11:30 _A^ILt--—-- 

TAXsai THS cmr ts srzinT rso« yrDZHAi. «ci^aot sta^ tj^z. rm i^S^d^laik. 

CSBIITICAXa IfUMBSa 13 NO. M«a. FSICSa SaOULS NOT ENCrUDS TBSas TAXES. S*» laaxnttifmm to BWd« No. 10 ea rararaa oaraot lor oa^mum 

TAX EXEMPT (Unless otherTTise indicated) 


Umaarialm. Saaa^iaa, «* SttH.. 


BRONZE WATER WORK.S FITTINGS AND C.I. CURB BOX PA^TS 

For January 1. 1977 thru June 3Q, 1977. 

Per attached sheets. 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
executed Non-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as v/e determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departmental Purchase Orders, as needed, by the using 
department, against a blanket purchase order; 


. Perform»nc* Bond □ 


Bid Bond reqnixod (3 □ . - 

Saa laAnistloa It*. New 1( ou w i* » : 

_ % cash discount If paid within_days from delivery an d acceptance of goods or completion oX a^nmcita. 

PROPOSAL OR BID 

_I t_ .!»_ 'a-rttalon for bUU'uwd niUMt to ;wll cootUtiona th.nof, t):* uadiinlrB.d ottin »o<l t yr iM. li ‘iU bid b. Mwtoi • rw^rm«V« 

^ of the items or completion of aervicea indicated shall be made withiniLdays from receipt of order*^ 
rupoRT-ANT IS* “ '***'' “ ** *"‘**^‘ 

p- “n Sljr« 

Michigan Hydrant & Valve Company 

■' . . 

L. J Detroit. Mlchlpian 48239 ..^ 1Q/^9/7' 


















































MICHEGAE^ HYDRAS%aT & VALVE CO 


12606 INKSTER ROAD • DETROIT, MICHIGAN 48239 
Phone: (313) 937-8200 


LANSING BRANCH 
4224 Keller 
Holt, Michigan 48842 
Phone: (517) 694-1177 


City of Port Wayne 


October 25, 1976 


Dept, of Purchases 
One Main St. 

Port Wayne, Indiana 46802 
Subject: Ref. No. 403 
Gentlemen: 

We wish to advise that we have less than 50 enployees and per your Equal 
Employment Policy are exempt from completing the necessary forms. 

A minority enployee is however, enployed as a Quotation Cleric in our 
coitpany. 

Very truly yours, 

MICHIGAN HYDRANT & VALVE COMPANY 



Thomas Campion 
Sales Manager 


pc/ 


"Sccfunion, SentAccc ScKce 
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BROKZP HATER V?ORKS FITTINGS AND C.I. CURB BOX PARTS 

For January 1, 1977 thru June 30, 1977 


EST. 

SIZE 

DESCRIPTIOII 

MUELLER 

JONES 

MCDONALD 

FARNAN 

OTHER OR 

SPECIFY 

BRAND 

quoting 

UNIT 

PRICE 

500 

5/8" 

Meter Couplings 

H-10891 

J-134 

4622 

H-7210 

Me Donald 

$ 

500 

3/4" 

Meter Couplings 

H-10891 

J-134 

4622 

W-7210 

Mo Donald 

^ 1.04 

100 


Meter Couplings 

H-10891 

J-134 

4622 

W-7210 

Me Donald 

$ 1.6_2_ 





200 

3/4" 

3-Part Union Cplgs. 

n-15400 

J-1528 

4758 


Me Donald 

^ 2.11 

25 

2" 

Ball .Curb Stops 


J-1902 

6100 


Me Donald 

S56.24 

200 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 


Me Donald 

$ 9.51 

25 

1" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 


Me Donald 

$li.93 

6100 


Me Donald 

$24.97 

25 

1 1/2" 

Ball Curb Stops 


J-1902 






EST. 

OTY . 

SIZE 

DESCRIPTION 

PART # 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

ALTERNATE - PLASTIC 

UNIT 

PRICE 


100 5 1/4 Dia. Valve Box F-2450 

copplete v.’/Stay Put 

Lid #2 49 4, Cast Iron , ^ xn 

Clow or Equivalent Bi ngham Taylo r _ $- 


50 14" Extension Section F-2475 

Cast Iron, Clov: or 
Equivalent. 

50 13 1/2" Top Section CC F-2455 

Cast Iron, Clov? or 
Equivalent 


Ditto 


Ditto 


$_ $ 7.59 

$. 


$ 10.32 
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EST. 

f)TY. 

SIZE DESCRIPTION 

PART # 

OTHER OR 

SPECIFY 

BRAND 

OUOTING 

ALTERNATE - PLASTIC 

UNIT 

PRICE 

50 

25 1/2" Top Section DD 

Cast Iron, Clow or 
Equivalent 

5 1/4 Dia. Valve Box 
complete less base w/ 

Stay put lid #2494, 
cast iron. Clow or 
Equivalent 

2 1/2" Estension Section 
#151 9", Cast Iron, Clow 
or Equivalent 

F-2455 


$ 

$ 

14.68 

100 

F-2450 

■ Ditto 

$ 

$ 

30.97 

100 

F-4610 

Ditto 

$ 

$ 

3.04 

100 

2 1/2" Extension Section 
16" #152, Cast Iron, Clow 
or Equivalent 


pitto 

' $ 

$ 

3.80 

100 

24" Service Box Top, Cast 
Iron, Clov; or Equivalent 

F-4607 

Di ttfv 

$ 

$ 

6.79 


Section w/Lids - 93E 






000 

2 - 1/2" Curb Box Lid, Cast 
Iron, Mueller or Equiv. 

H-10374 

Central Foundry 

$ 

$ 

3.90 


Note: PRICES ON ALL VALVE BOXES & PARTS BASED ON RECEIPT OF COMPLETE ORDER FOR ONE SHIPMENT 
TO ONE DESTINATION. PRICES FIRM THRU DEC: 3^5, 1976. ’ 

TERMS::’NET 30 DAYS 
F.O'^B. FORT WAYNE, INDIANA 



























Ufu KEF,. 

date _ 

VENDORS NAME 4 ADDRESS 

CARDS MAILED 

BIDS PICKED UP 

BIDS MAILED 


Hayes Mfg. Co. 

801 V7. 12th St. 

Erie, PA 



10-18-76 


Ford Meter Box 



10-18-76 


Farnan Brass Works 



10-18-76 


A.Y. McDonald Mfg. 



10-18-76 


Ametek-Plymouth Prop. 



10-18-76 


Backus S Co. 



10-18-76 


BeRan Copper & Brass 



10-18-76 


Mich. Hydrant & Valve 



10-18-76 


Water Works Supplies 

. 


10-18-76 


Clov7 Corp. 


10-20-76 



Central Supply 


10-20-76 






















die/ REF. 
DATE _ 


VENDORS NAME & ADDRESS 


Tri State Plumbing 


CARDS MAILED 


BIDS PICKED UP ■ 


Cooper Distr. 


National Mill 


Treaty Co. 


Wayne Pipe & Supply 
























TITLE OF ORDIMAfCE special ordinance - city utilities Purchase Orders 8395 thau 840 0 
DEPARTEffT REQUESTING ORDI^iANCE board of public works __ 




SYNOPSIS OF ORDINANCE Bids were received in the Purchasing Department for supplying 

of miscellaneous brass fittings for use in the Water Maintenance & Service Department 


for the period of January 1, 197(7 through Ju ne 30, 1973. Awards have been made and 
purchase orders issued on the various items as follows; 


P.O. B-8395 - Central Supply 


$ 540.00 


B-8396 - Treaty Company 


B-8397 - Michigan Hydrant 


B-8398 - Hayes Manufacturing 


B-8399 - Farnan Brass 


B-8400 - Water Works Supplies 


Awards were made to low bidders on specific items. The lovj bids 


of Amtek, Inc. 


couj.d not be accepted because quotes were made on plastic materi 


.al, which is not 


used by “the City. 


(SEE ATTACHED TABULATION AND BID DOCUMENTS) 


EFFECT OF PASSAGE Predetermined suppliers for ordering inventory 


at best costs. 


EFFECT OF NQN-RASSAGE Mecessltv for purchasing items as needed at 

COiat 


possible escalated 


MEY INVOLVED (Direct costs/ Expenditures/ Savings) , Expenditure to Water Utility 

-at-time .articles are ordered. 


ASSir^MED TO COflllTTEE ^ 



































